NATIONAL 

COLONIAL " AND "STANDARD " GREENHOUSES 

CHOICE OF FOUR MODELS 




THE WORLD'S FINEST GREENHOUSES! 

Our knowledge of what growers want and need in a greenhouse 
plus our facilities in the fornn of purchasing power, modern equipment, 
experienced personnel and large volume of business, allow us to offer 
these stock greenhouses at prices far below custom built models. Ex- 
cellent design, mass production, and pre-assembly guarantee easy 
erection. A Galvanized Steel Frame and California Redwood Wood- 
work insure long life. See the pages which follow for a complete descrip- 
tion of National's superior greenhouses. 

BOOK NUMBER 61 

NATIONAL GREENHOUSE CO., PANA, ILL 

EASTERN OFFICE : 327 CHURCH STREET : NAUGATUCK, CONN. 



GREENHOUSES EVERYWHERE ^ COAST TO COAST AND BORDER TO BORDER 
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SPECIFICATIONS 
HERE'S WHAT YOU GET FOR YOUR MONEY! 

PLEASE REMEMBER THAT NATIONAL OFFERS YOU FEATURES OF CONSTRUCTION THAT NO ONE ELSE HAS. 
STEEL FRAMED VENTILATORS! — DRIPLESS EAVESl — STEEL WALL SILLS! GET THE FACTS! 

KNOW YOUR HOUSE BEFORE YOU BUY! 



Prices For Complete Framework Include These Things: 

WOODWORK OF CLEAR REDWOOD 

All the Roof Bars, All the Gable Bars, The Roof End Bars, Bars for Glass in 
Walls, Glaiing Bars for All Sash, Door and Frame. 

STEELWORK— ALL GALVANIZED 

All the Posts Required, Purlins for the Roof, Supports for the Purlins. Cross 
Braces for Supports, Braces to Ridge of House, Ridge, Sash Header, Sash Rest, 
Eaves— "Y" Type, Wall Sills, Steel Framed Ventilator Sash, Gable Columns and 
Purlins, Kneebraces as needed. All other metal parts needed will be supplied. 
These parts are all assembled and with fittings attached as far as practicable. 

VENTILATOR 

You get one 24" deep Continuous Steel Framed Roof Ventilator assembled 
In six light* sections ready to bolt together. 

VENTILATING MACHINERY 

Your choice of our regular rack and pinion or worm and gear elbow arm 
style operating equipment including all the parts needed for opening and 
closing the roof ventilator. This equipment is painted with asphalt base aluminum 
paint for long life. 

BOLTS 

All bolts ore galvanized to prevent rust. 

SCREWS 

Wood screws ore galvanized too. 

NAILS 

Very few nails ore used, but those required will be furnished golvonized. 

FiniNGS 

Galvanized steel or malleable iron. All the fittings needed to moke the 
frame complete and all are galvanized. 

PAINT FOR TWO COATS 
This is our famous white greenhouse point. Made of Titanium ond high 
quolity oils. No finer to be had. Aluminum point will be supplied on request. 

GLAZING POINTS 
Round ^4 inch No. 15 Galvanized Steel Points. Proven over and over the 
best of all. 

PIPE 

Shafting for ventilating machinery and for the mochine post will be alum- 
inum or steel pipe. 

RUBBER HEADER CUSHION 
Our air tight rubber cushion for the steel header is included. 

HARDWARE 

Galvanized hinges for ventilator and door. A galvanized latch will be 
furnished for each door. 

PUTTY 

Your choice of Puttirope or Whiting and oil bedding putty for bedding all 
glass. 

OIL AND TURPENTINE 
You are to supply this for mixing the point. A small item. 

Prices For The Glass Include All Glass 

Our glass is full double thick (about '/a inch), flat and of standard moke. 
We will supply two sties of glass. Sizes are 16" x 24" and 16" x 18". Our plans 
will show where to use them. Odd lights in gable ends and for doors are cut 
on the job and also the special sizes for roof if required. Glass broken In 
glazing can often be used for doors and for gables. You will find much less 
glass cutting to do with our houses as we have planned the building for o 
minimum of cutKng. AH other houses require gloss cut on the {ob for oil vent 
sash. No cutting at all for our sash. This saves time and breakage. For 2 light 
side sash, when used, we supply glass 14" wide to fit sash spacing. Consider 
this glass cutting when you buy. 

"You Always Save on Glazing When You Buy National" 

Prices For The Benches Include Complete Materials 

We furnish all the benches of the sizes shown. All the lumber for the benches 
is Redwood. Side boards are I" x 6". Bottom boards are' I" x 6" or 1" x 8" 
or I" X 10" as will work out best. Legs are 2" x 4" and cut to length. Cross 
pieces to which the bottom boafds ore nailed, are I" x 4". Two cross pieces used 
with each set of two legs. Cross pieces are spaced about V/2 ft. aport, length- 
wise of the bench. Steel brackets bent at a right angle are supplied to hold the 
bench sides in line. Special short, heavy nails with large heads go with the 
brackets, also all other nails needed. Bench brackets and nails are not gal- 
vanized. All lumber is rough so you get full thickness and extra life. Bottom 
and side boards cut to length on the iob. Braces will be supplied of 1" x 4" 
cypress. 

"Remember: Legs and Cross Pieces are Cut and Ready" 



Ground Beds 

For Model No. 7 houses we suggest the use of ground beds. These beds 
are mode of Redwood. The side and eno boards are 1" x 8" held in place 
by means of 2" x 4" x 2'-0" long stakes spaced about 3'-0" apart. All lumber 
is rough and full thickness. Stakes are cut to length and pointed. Noils are 
supplied. 

Gables 

Unless otherwise specified, our price includes one glass gable end with a 
door. The other end is left open so that the greenhouse can be ioined to a 
service building or store. If you want a second glass gable, with or without 
a door, see the gable prices on the price list. 

Sidewalls 

You have your choice of sidewalls arranged three ways— with fixed glass, 2- 
tight ventilotors, or with continuous ventilators. See page 5 for detailed descrip- 
tion and sketches. 

Roof Ventilation 

Our price includes one continuous steel framed roof ventilator which gives 
you 20% better ventilation than with S-light skip-a-light sash. This is ordinarily 
sufficient for houses up to 30 feet wide. However, if you want two rows of 
roof ventilators, see page 5 for details of construction and the price sheet for 
the odditionol price. 

We Supply Detailed Instructions 

A book of instructions wilt be sent with your plans and will describe the 
various parts of the work and how best to accomplish it. In addition, we are 
glad to have you write us at any time and ask questions about anything that 
you ore in doubt about. We are always at your service. We believe our plans 
and instructions are the best in the business. 

Erection Plans Are Furnished 

Complete and detailed plons will be supplied showing every part of the 
work. We want to help you get a good job of erecting for then you will have 
a good house. The materials are all partly assembled at the factory and 
almost every item is cut and fitted ready to put in place. You will find our 
houses simple and easy to put together ond any handy help can do the job and 
do it well. You save time and money the National way. 

Concrete And Masonry 

All concrefe and masonry work is to be supplied by the owner as this con 
always be procured from yo^rr local dealer to best advantage,^ both materiols 
and labor. Bench lumber may be used for any forms required, if you are using 
benches in the house, or any ether building lumber you have about the place. 
You con do better at home on this work. 

Connected Houses 

Two or more "Standard" houses (Models Number 8 and 10) can be ioined 
at the sidewalls in range formation w.th our Duplex Steel Gutter. If you want 
to build one house now and {oin a second house on later, it is necessary that 
this first house be equipped with gutter on the side where the connection wilt 
be made — in which case you may want additional headroom in order to walk 
from one house to the other under the gutter. This can best be accomplished by 
raising the wall height. Tell us of your plans, we will be pleased to quote on 
arrangements of this type. , . ^ .. 

The "Colonial" houses (Models Number 7 and II) are designed to be built 
as separated houses. Space them about eight feet apart for best results. 
Many prominent growers are now building separated houses as they hove found 
that in houses buitt tliis way they get more sunlight, better ventilation, better 
control of heat and disease and as a result, better plants. 

Items May Be Omitted 

If you hove materials on hand that you want to use, such as paint, putty, 
sash operation equipment, or whatever it may be, just tell us about it. Yoo 
can buy any part of the house from us that you want to buy ... as much or 
OS little as you wish. 

You Can Make Changes 

The four models of greenhouses described in this book were designed to 
cover most of our customers needs. However, you may want to change a 
particular model in some respect, such as increasing the height of the sidewalls. 
It may be too, that you need an entirely different type of house. If you want 
o greenhouse other than as described in this book, write us and explain your 
wishes— we will be glad to help in any way we can. 

Longer Houses 

Lack of space prevents us from listing houses over 125 feet in length. If 
you want a house of greoter length, please write us so we may quote. We 
make them in any length desired. 

ITEM BY ITEM, FROM THE GROUND TO THE TOP OF THE ROOF. 
YOU'LL FIND NATIONAL HOUSES YEARS AHEAD OF 
• THE USUAL KINDS. GET THE FACTS. 



Page 3 

ALL STEEL EXCEPT THE GLAZING BARS AND DOORS! 



STEEL USED IN 
NATIONAL HOUSES 



A steel frame 
is far superior to 
one of wood. A 
small piece of 
steel takes the 
place of a big 
piece of wood, 

yet increases 
strength. 




NOTICE THE 
VENTILATOR 



Every house has 
steel framed con- 
tinuous ventila- 
tion. All glass full 
16" wide and no 
cutting to do. 
You get 20% 
more air! 



Beauty, Light, Strength. DurabiUty, Easy Erecting, Efficiency, Low Upkeep! 



STEEL USED IN 
THE USUAL 
TYPE OF 
HOUSE 



Con you see 
why anyone 
would want a 
house like this? 
Why burden 
yourself with a 
lot of wood to 
keep painted and 
repaired? Just 
see how little of 
this house is 
made of steel. 




See the separ- 
ate wood venti- 
lators which cut 
down your air, 
warp out of 
shape and need 
repairing f re- 
quently. Com- 
pare them with 
our continuous 
steel framed 

ventilators. 



Clumsy, Heavy, Weak, Short Lived, Costly to Build, Inefficient, Expensive! 



STUDY THESE PICTURES— THEY ARE IMPORTANT! 



Steel construction means more strength and more sunlight. It means that you have a healthier and cleaner house. You 
have beauty too. Dirt and filth do not accumulate on steel as it does on wood. Galvanized steel needs no constant painting 
and repairing. Your house stays put for years and years with a minimum of upkeep expense. The money you save on repairs 
is actual cash added to your profits. For true economy and for real money making there is no house in the World that con equal 
o NATIONAL That is our firm belief! More than forty years of wide experience is behind National construction. When you 
buy a NATIONAL you will have no regrets afterward. 



YOUR CHOICE OF THREE STYLES 
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The only difference befween the styles Is In the design of the side walls. All four nrtodels can be arranged for Style A, 
B, or C side walls as described below. Parts for oil styles are in stock, ready to ship on a few hours notice. 



STYLE "A" 




Has fixed glass in each sicfe wall below the eaves and is consfrucfed as 
shown in Fig. No. 2 of the top of Page 6. See how simple the details are. 



STYLE "B" 




Has a combination of fixed glass and movable sash for each side wall 
below the eaves. For every six r ows of gloss we furnish one sash which is 
two rows wide. These sash are operated by hand, each one separately. No 
operating equipment is included in our price as most people prefer to 
prop them open. We can supply push rods at a slight additional cost if 
desired. This style not only gives fine ventilation due to wide opening 
features, but also affords space for taking things in and out of the house 
as need may arise. We advise the use of Style "B" walls as the "best 
buy" of the three styles. 




STYLE 



Hos a continuous line of sash from end to end of the house. These are 
the same style of steel framed sash as used on the roof and we supply 
complete operating machinery for them. Usually we do not advocate 
this style construction os it always seems to us that the cost of the sash 
and machinery for them is greater than the benefit derived. However, 
they do serve a purpose, especially in extremely hot weather. 

Prices for Style A, B. and C Side Walls are listed separately on the price list for each model and size greenhouse. 

TWO ROWS OF ROOF VENTILATORS 



FIG. 
1 




The diagram at the left shows 
the type construction used when 
there ore two rows of roof venti- 
lators at the ridge. Our price for 
the second ventilator, as shown on 
the price list, includes the metal 
cap and fittings, and another run 
of steel header with rubber cush- 
ion, in addition to a second set of 
sash operating equipment. 
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DETAILS OF C 




FITTIUQ 



FIG. 

2 



There are but two pieces of wood sKown here . . . the side bar and 
the roof bar. All else is STEEL. Steel sifl, steel eave, steel top rail, 
steel posts with fittings attached by us . . . and ALL THE DRIP FALLS 
OUTDOORS! 




The only difference between this sketch and the one to the left 
is that here you have a movable sash hinged to the steel eave. Notice 
how the sash has angle iron at the top and bottom. Only the bars are 
of wood. 




Our roof ventilators are perhaps the greatest invention ever mode for greenhouses. Notice how they 
are framed with angle iron and how the sash fits over the top of the ridge. Notice too the lower edge of the 
sash and how the drip is caught in the angle iron and drained outdoors on top of the roof. See the rubber air 
cushion on the steel header and you wilt know that it saves many dollars in fuel by stopping leaks at this 
vital place. Look at the steel ridge. No other greenhouses have such things as are shown here . . . they 
ore exclusive Notional features. 




Duplex Steel Gutter as used to (oin two odjacen- 
manner, advise us and we will be pleased to quote 
along the side later, it is necessary that this first hou 
for prices on the houses you want arranged this woy 



NOTICE THE STEEL -LOW ERECTION COSTS -LOW OPEf 



I 

INSTRUCTION 
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FIG. 

4 



The only wood piece here is the roof bar and all else is steel. The 
roof posts reach you with fittings riveted on and you fust bolt things 
together. Notice the drrp grooves in the roof bars and how the water 
carries down. 




Shows construction at the splice of the roof bar on "COLONIAL" 
houses. Splice is cut at our factory — all you do is fasten the two pieces 
of bar together— they fit perfectly— absolutely leak-proof. The only 
wood piece here is the roof bar and alt else is steel. 
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houses. If you want two houses connected in this 
you plan to build one house now and (oin another 
e be equipped with gutter when it is built. Write 



A typical floor plan for a house 33'-fl" long. Holes for all posts are about 8'-4'/8" opart, which equals 
six rows of 16 inch wide gloss. We send full instructions for digging the holes as well as for complete 
erection of the building. All ports are marked for eosy erection. Notice that we supply one gable end only 
unless otherwise specified since most houses ore connecfed to a service building and thus a second gable 
IS not necessary. 



ATING COSTS' NO ROT -LESS SHADE -BETTER CROPS 
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MODEL NUMBER 7 COLONIAL" GREENHOUSE 

THIS MODEL HAS A 4 FT. HIGH SIDE WALL WITH 3 FT. DEEP SIDE GLASS 



CROSS SECTION 



GABLE WITH DOOR 



GALVANIZED 

Staal Wad Silk. Staal Eovt Platei, Sta«l 

WaH Poiti. Stetl Roof Cdumnt, 5t»sl 
Roof PuHmi. 



GALVANIZED 

Staal Frainad Vantilator, SW 5e»li 

H*o<l*f, StM< Ri<Jg*, Staal Soth Raii. 
SW Bcocai qnd Ti«». 




GALVANIZED 
StMl Gobi* Cotumnt. Sf Gobi* PuHini, 
StMl GoU> Sid. 




12-9" WIDE 



PLAIN GABLE 



GALVANIZED 
Staal GoUo Cdumni. StMl G«blt PuHiru, 




12-9" WIDE 




^] 15-4" WIDE P_ 




15-4" WIDE 



snn. 




15-4" WIDE 




18-0" WIDE 




18-0" WIDE 




18-0" WIDE 




20-10" WIDE 




20-10" WIDE 




20-10" WIDE 



Rldga: 1 1'-9" high 
Eova: 4*^" high 




STEEL 




25-8" WIDE 




25-8" WIDE 



RJdg«: l2"-5" high 
Eovo; 4'-0" high 




sniL 




28-4" WIDE 




28-4" WIDE 



FOR PRICES— SEE THE PRICE LIST ENCLOSED 



MODEL NUMBER 11 XOLONIAL" GREENHOUSE 

THIS MODEL HAS A 5 FT. HIGH SIDE WALL WITH 2 FT. DEEP SIDE GLASS 



Page 



CROSS SECTION 



GABLE WITH DOOR 



PLAIN GABLE 



GALVANfZED 
SfM4 Wol SiNi, SU«1 Eav< PlatM, St**l 
Wa« PoiH, SImI Roof Columm, StMl 
Roof PuHini. 



GALVANIZED 
Stm^ Fromad V.fitik>4or, Staol Sditi 
H*ad*r, StMl Ridg*. StMl Soih Roft: 
Staal Brocai and Fni. 




12-9 "WIDE 



GALVANIZED 
Staat GaUa CoWm, StMl Gobtt Pidmi 
SUal GoUa SH. 




12-9" WIDE 



GALVANIZED 
»mI Oebia C«lumm, GabU PuHlni 
SM GflU* Si. 

snn. 




12 -9" WIDE 







20 -10 WIDE 



15-4" WIDE 




18-0" WIDE 




20-10" WIDE 



STIIL 




15 -4" WIDE 




18-0" WIDE 



STIH. 




20-10" WIDE 




sniL 















--r 


















\\ 







25-8" WIDE 




FOR PRICES— SEE THE PRICE LIST ENCLOSED 
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MODEL NUMBER 8 STANDARD" GREENHOUSE 

THIS MODEL HAS A 6 FT. HIGH SIDE WALL WITH 3 FT. DEEP SIDE GLASS 



CROSS SECTION 



GABLE WITH DOOR 



GALVANIZED 
SfMl Wol SIfc. SlM< Itw,* PlotM, SIm( 
Wol Po.h, Roof Cdumnt, 

Roof PuHlm. 



GALVANIZED 
St«»l Fromad V.ntaafor, Simtl Soiti 
H«ad<ir. St«l Ridgfl, Sta*l Soilt Rett. 
Sfaal Bracai amJ Ti«i. 




GALVAN'ZED 
St..l GabW Column*, SW GabU Puriln. 
St^ GaU. Sil. 




10-6" WIDE 



PLAIN GABLE 



GALVANIZED 
StMl Gcibl« Columni, Sf««( Gobi* Purlini 
StMl Gobi. Sil. 

STEEL 



10-6" WIDE 




13-10" WIDE 





1^ 



13-10" WIDE 




17-6" WIDE 



STEB. 









r 






1 












1 









13-10" WIDE 




17-6" WIDE 




FOR PRICES^SEE THE PRICE LIST ENCLOSED 



MODEL NUMBER 10 "STANDARD" GREENHOUSE 

THIS MODEL HAS A 5 FT. HIGH SIDE WALL WITH 2 FT. DEEP SIDE GLASS 



Page II 



CROSS SECTION 



GABLE WITH DOOR 



PLAIN GABLE 



GALVANIZED 
St*»l Wall SiNi. StMl Eav* Plot«, S(*«t 
Well fo,U. StMl Roof Calumni, Stod 
Raof Purllni. 



GALVANIZED 

S*mI FfoiTwd V«nti)otof. Sti*l Saih 

H.<«J.f, Ridg., S»**l Soih R.tt. 
St»«l Brooi and Ti«i. 





GALVANIZED 
Staol Gobi. CoJumni. St**! Gabk Purlin,. 



STIEL 



10-6" WIDE 




GALVANIZED 
SUal GoU* Cdumni. St**l Gobi* PuHint. 
St.*l Gobi* SIN. 



STEEL 



10 -6" WIDE 



1 I'-r 1?" 




19" j'.r' 












;t-t 




M 










,1 



U 13-10" WIDE 




13-10" WIDE 





21-1" WIDE 




STEEL 




21-1" WIDE 




24-6" WIDE 




24-6" WIDE 



STEIL 




24-6" WIDE 





28-0" WIDE 



STin. 




28-0" WIDE 



FOR PRICES— SEE THE PRICE LIST ENCLOSED 



BUY NATIONAL AND SAVE 



ONCE YOU SEE A NATIONAL 
IT PAYS TO BUY BY MAIL! 

The great mail order houses have proven the fact 
that selling by mail is not as costly as selling by other 
methods. We found this to be especially true in our line 
of business. In selling greenhouses we found that cus- 
tomers were far opart . . . one today in Colorado and 
another tomorrow in Massachusetts . . . and trips by 
salesmen were expensive. Years ago we sent a salesman 
to call on everybody and found that he called on on 
average of 50 growers to get one live prospect! Just 
imagine how expensive that was! The man who bought 
had to pay for 49 useless calls. Selling by moil is about 
15% cheaper than by salesmen and you get this 15% 
by getting greater value for your money, or in actual 
cash savings. In some coses where we formerly sold 
our products by salesmen, we found the customers hod 
to pay as much as 35yo nriore for his materials than he 
would have paid if we could hove sold him direct by moil. 
Selling by mail is one economy that has enabled us to 
sell you these fine houses at the low prices we ask for them. 



YOU WON'T WANT ANY OTHER! 

MASS PRODUCTION — EASY ERECTION 

All stock model National Greenhouses ore manufac- 
tured on new, modern machinery using mass production 
methods. Made to accurate specifications by means of 
templates, jigs, and fixtures and with many small parts 
built in at our factory. These accurate manufacturing 
methods allow o better job of erecting as mistakes ore 
eliminated. It m^ons quicker erecting too as you have 
fewer ports to put up. Everything is cut to fit perfectly 
and all holes ore drilled in the steelwork to accommodate 
bolts and screws. Gloss to be cut is at a minimum. 
Everything is done for your convenience and ease in 
erection. 

The methods described above allow us to replace 
many wood members with steel. This means a stronger 
yet lighter building with upkeep and repair almost en- 
tirely eliminated. Only the glazing bars, doors, and door 
frames are wood and these ore made of genuine Cali- 
fornia Redwood, "The Wood Eternal". There is much 
greater freedom from disease, rot, and decay. You get 
more sunlight because the steel supports ore not nearly 
as large as wood normally used. More sunlight means 
stronger and better plants. More sunlight means less 
heat required to maintain proper jgrowing temperatures. 
All these features add up to quality and our statement, 
"Once You See A National House — You Won't Wont 
Any Other." 



TERMS AND CONDITIONS 



TERMS: Net Cash with order— to all alike. 

We hove always figured that bad debts, cost of keeping books, cost of looking up credit, writing letters and other 
office expenses for collecting and keeping track of bills, cost the buyer at least 5% of the sale. Where goods ore sold on 
monthly payments this cost is considerably greater, going up to as much as 15%, These savings ore all passed on to you 
when you buy for cash. Most any firm will give you a discount for cash, which proves what we say, that cash dealing makes 
lower prices. In making our CASH PRICES we have allowed, on an overage, 6% discount. You either get this in actual 
cash saving or you get it in a finer and more valuable building. 

PRICES: All prices ore F.O.B. Pona, Illinois. You pay the shipping charges at your local freight station on receipt of 
the goods. You ore thus assured of paying for the exact shipping charges — and no more. 

SERVICE: We ore 5 minutes away from 4 large railroads— Baltimore & Ohio, Chicago & Eastern Illinois, Illinois Cen- 
tral, and New York Central. Hayes Freight Line and Yellow Transit trucks moke daily stops at our plant. When your house 
is ready there will be no delay in getting it in the hands of a transportation company. 

SHIPMENT: Ordinarily most orders can be filled within two weeks time. During some slow periods of the year the length 
of time required for shipment may be reduced and during busy periods the full two weeks may be required. If you need 
your house in a hurry, advise us, we will help you all we con. 

NATIONAL GREENHOUSE CO., PANA, ILL. 

EASTERN OFFICE : 327 CHURCH STREET : NAUGATUCK. CONN. 



GREENHOUSES EVERYWHERE — COAST TO COAST AND BORDER TO BORDER 



BUY NATIONAL AND SAVE 

ONCE YOU SEE A NATIONAL — YOU WON'T WANT ANY OTHER! 



IT PAYS TO BUY BY MAIL! 

The great mail order houses hove proven the fact 
that selling by mail is not as costly as selling by other 
methods. We found this to be especially true in our line 
of businf^<^< In <Lf^llina areenhouses we found that cus- 
tomers ^ 
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MASS PRODUCTION EASY ERECTION 




INTF RN ATIONAI 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 



All stock model National Greenhouses are manufac- 
tured on new, modern machinery using mass production 
methods. Made to accurate specifications by means of 
templates, jigs, and fixtures and with many small parts 
built in at our factory. These accurate manufacturing 

akes are 
fou have 
perfectly 
n mod ate 
ninimum. 
ease in 



replace 
stronger 
most en- 
snd door 
ine Call- 
is much 
You get 
>t nearly 
it means 
^ans less 
eratures. 
atement, 
it Want 



TERMS https://archive.org/details/buildingtechnologyheritagen 

\ nd other 

office e) ^ sold on 



monthly 
when yo 
lower pr 
cash sav 

PRICES 

the gooi 

SERVIC 

tral, one 
is ready 

SHIPMI 



From the collection of: 



J|J|Tulane . 



University 



SOUTHEASTEICS' ARCHITECTURAL ARCHIVE 

Special Collections 

Howard -TiLTON Memorial Library 



http://seaa.tulane.edu 
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of time required for shipment may be reduced and^ during busy periods the full two weeks may be required. If you need 
your house in a hurry, advise us, we will help you all we can. 

NATIONAL GREENHOUSE CO., PANA, ILL. 

EASTERN OFFICE : 327 CHURCH STREET : NAUGATUCK, CONN. 



GREENHOUSES EVERYWHERE — CO>tST TO COAST AND BORDER TO BORDER 



